




Town Hall from Victoria Park. Victoria Park is a 
handsomely laid out pleasure ground 15 acres in extent, 
situated to the north of the Town Hall. The latter is 
known as one of the stateliest and most imposing piles of 
municipal buildings in England. It was built in 1886, at a 
cost of ^140.000, and opened by the Prince and Princess 
of Wales in 1890. 
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